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Thermal  Storage  Systems 

Megatherm  Corp.,  E.  Providence,  Rl,  offers  Storage  "Energy 
Bank"  Systems  which  are  designed  to  reduce  operating  costs 
by  heating  original  tank  water  in  periods  where  there  is  less 
demand  for  power. 

Each  Megatherm  System,  sized  for  peak  electrical  shaving 
for  a  period  of  nine  hours,  has  a  storage  section  of  5,260 
gallons  with  760  KW  electrical  input. 

Vessels  are  filled  with  water  which  remains  in  the  vessels. 
This  water  becomes  the  heating  source.  Electric  immersion 
elements  heat  the  water  from  160-280°F.  Water  for  space 
heating  or  domestic  hot  water  is  then  circulated  through  a 
heat  exchanger  to  extract  heat  from  the  water  stored  in  the 
vessel. 

For  more  information  .  .  . 

Circle  No.  203  on  Data  Card 

Two-Inch  Deadbolt 

Brook  National  Hardware,  Richmond  Hill,  NY,  offers  new 
two  inch  deadbolt  with  a  one  inch  throw  outside  for  basic 
protection  and  one  inch  inside  for  maximum  security. 

Other  features  include  key-operated  steel  shutters  that  con¬ 
ceal  and  protect  vibration-proof  mounting  screws  and  solid 
cast  brass  "Smashproof"  cylinder  collars.  The  exclusive  2 
inch  bolt  is  housed  in  a  full  length  steel  case.  The  bolt  also 
contains  a  rolling  hardened  steel  insert  that  resists  sawing. 
"Self-aligning”  direct  drive  takes  the  guesswork  out  of  in¬ 
stallation.  Because  of  the  one  piece  rigid  tail  these  units  can 
be  re-keyed  easily  and  quickly. 

For  more  information  .  .  . 

Circle  No.  204  on  Data  Card 
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Professionalism  is  assured  competence... exactly 
what  Ml  Ml  and  Security  76  offer.  In  one  pack¬ 
age  you  receive  an  efficient  total  program,  care¬ 
fully  outlined,  meticulously  supervised  and 
totally  effective. 

Clean  buildings,  reliable  mechanical  function  and 
top-notch  security  can  all  be  yours  as  separate 
services  or  combined  in  one  well-planned  con- 
tractthatwill  save  you  time,  aggravation  and  money. 


Ml  Ml  and  Security  76  are  a  nationwide  organiza¬ 
tion  serving  commercial,  industrial,  civic  and  edu- 
cational  institutions,  or  any 
organization  requiring  special- 
1 1 1 1  ized  service  and  protection. 

For  a  free  descriptive  bro- 

mchure,  contact  the  pros.  Don't 
hesitate . . .  you  won’t  do  better. 

malntErancc.lnc 

managErriEnt  in  maintEnanc€,inc 


2720  River  Rd. 

Des  Plaines,  III.  60018 
(312)  824-0144 


Circle  No.  424  on  Data  Card  for  more  information 
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